METAL PAN 2" x 20" x 24" 

1/2“ GALV. MESH 20" X 26" 


CATCH PAN 
3"x4"x 21” 




PLACE IN PROTECTED PLACE ON SOUTH SIDE 
OF A BUILDING. 


5. REMOVE WAX AND HONEY WHEN MOST COMBS 
ARE MELTED. THE HONEY SHOULD BE DIS¬ 
CARDED. 


BASED ON: PENN STATE UNIV. 

PLAN NO. 790-301 


CUTTING DIAGRAMS FOR 24 GA. GALVANIZED STEEL PANS 


GUTTING DIAGRAM 

r x I2*x 12* BOARD - 


COOPERATIVE EXTENSION WORK IN 
AGRICULTURE AND HOME ECONOMICS 


iRICULTUneCOOfEIIATINOl 


SOLAR BEESWAX EXTRACTOR! 
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